144     DOCKETED ITEMS
8503040394 Responds to 841227 Generic Ltr 84-24 re environ qualification of electric equipment required for compliance W/10CFR50.49.AII equipment qualified except auxiliary feedwater pump motors.
MEDFORD.M.O. Southern California Edison Co. 85/02/28. THOMPSON.H.L Division of Licensing. 2pp. 29179:358-29179:359.
8503140245 Notification of 850308 meeting w/util in Bethesda.MD to discuss CPC improvement program.
ROOD.H. Licensing Branch 3. 85/03/05. KNIGHTON.G.W. Licensing Branch 3. 3pp. 29374:360-29374:362.
8503270555 Forwards monthly FR notice re applications & amends to OLs involving NSHC.dtd 850227.
*  Office of Nuclear Reactor Regulation, Director. 85/03/13. BASKIN.K.P. Southern California Edison Co, 49pp. 29542:088-29542:137.
8503260020 Requests description of steps taken to comply w/requirements of Section 106 of Natl Historic Preservation Act-Unresolved case still pending re effects of project on eligible properties.
FINK.R. Advisory Council on Historic Preservation. 85/03/14. MIRAGLIA.F. Licensing Branch 3. 1p. 29517:215-29517:215.
8503200085 Application for amends to Licenses NPF-10 & NPF-IS.revisinp Tech Spec 3/4.3.2, "ESF Actuation Sys Instrumentation," to delete ref to carbon dioxide instrumentation for toxic gas isolation sys.Fee paid. MEDFORD.M.O. Southern California Edison Co. 85/03/18. KNIGHTON.G.W. Licensing Branch 3. 4pp. 29432:137-29432:156.
-8503200092 Proposed Tech Spec 3/4.3.2, "ESF Actuation Sys Instrumentation," deleting ref to carbon dioxide instrumentation for toxic gas isolation sys.
*  Southern California Edison Co. 85/03/18. 16pp. 29432:141-29432:156.
8503220236 Discusses abnormally high airborne levels of radioiodine anticipated from-first refueling in 1985.Exemption to 10CFR20,App A to allow credit for radioiodine protection factor when using MSA 466220 GMR-1 canister requested. MEDFORD.M.O. Southern California Edison Co. 85/03/20. KNIGHTON.G.W. Licensing Branch 3. 3pp. 29476:115-29476:117.
Q. inspection reports, IE Bulletins & correspondence
8503150007 Forwards Insp Repts 50-206/85-01,50-361/85-01 & 50-362/85-01 on 841216-850119.No violation noted
KIRSCH.D.F. Region 5, Office of Director. 85/02/22. BASKIN.K.P. Southern California Edison Co. 2pp. 29395:291-29395:302.
-8503150011   Insp  Repts 50-206/85-01,50-361/85-01  & 50-362/85-01   on 841216-850119.No violation noted.Major areas inspected: operational safety verification.LER review.monthly surveillance activities & monthly maint activities. HUEY.F.R., STEWART.J.P., D'ANGELOAJ. Region 5, Office of Director. 85/02/15. 10pp. 29395:293-29395:302.
8502250807 IE Info Notice 85-016, "Time/Current Trip Curve Discrepancy of ITE/Sie-mens-Aliis Molded Case Circuit Breaker." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27. Consolidated Edison Co. of New York, Inc. 113pp. 29196:147-29196:258.
8503010448 IE Info Notice 85-017, "Possible Sticking of ASCO Solenoid Valves." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103), 85/03/01. Consolidated Edison Co. of New York, Inc. 108pp. 29481:301-29482:044.
8503180036 Responds to NRC 850125 Itr re violations noted in Insp Repts 50-206/84-34,50-361 /84-33 & 50-362/84-34.Corrective actions: list of emergency response team members reduced & emergency response team training program evaluated. BASKIN.K.P. Southern California Edison Co. 85/03/01. MARTIN.J.B, Region 5, Office of Director. 7pp. 29416:350-29416:356.
8502270050 Suppl 1 to IE Info Notice 83-70, "Vibration-Induced Valve Failures." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/04. Consolidated Edison Co. of New York, Inc. 109pp. 29481:193-29481:300.
8503050481 IE Info Notice 85-018, "Failures of Undervoitage Output Circuit Boards in Westinghouse-Designed Solid State Protection Sys."
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07. Consolidated Edison Co. of New York, Inc. 99pp. 29482:045-29482:143.
8503270622  Forwards  Insp  Repts 50-206/85-03,50-361/85-02 & 50-362/85-02 on 850128-0201 .No noncompliance noted. WENSLAWSKI.FA Region 5, Office of Director, 85/03/07. BASKIN.K.B, Southern California Edison Co. 1p. 29529:297-29529:314.
-8503270628  Insp  Repts 50-206/85-03,50-361/85-02 & 50-362/85-02 on 850128-0201.No violation or deviation noted.Major areas inspected:organizationai & mgt controls.external occupational exposure control & personal dosirnetry, NORTH.H.S., SHERMAN.C. Region 5, Office of Director. GRAYSON.M. Region 4, Office of Director. 85/03/06. 18pp. 29529:298-29529:314.
8503080442 Suppl 1 to IE Info Notice 85-010, "Post-Tensioned Containment Tendon Anchor Head Failure." Svc List encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/08. Consolidated Edison Co. of New York, Inc. 109pp. 29481:085-29481:192.
8503270042 Forwards Insp Repts 50-361/85-07 & 50-362/85-06 on 850204-OS.No violations identified.
KIRSCH,D.F. Region 5, Office of Director. 85/03/08. BASKIN.K.B. Southern California Edison Co. 1p. 29529:135-29529:140.
-8503270053 Insp Repts 50-361/85-07 & 50-362/85-06 on 850204-08.No violations or deviations identified.Major areas inspected: licensee action on previous NRC insp findings & LER followup.
KANOW.L.R., JOHNSON,P.H. Region 5, Office of Director. 85/03/07. 5pp. 29529:136-29529:140.
8503060540 IE Info Notice 85-019, "Alleged Falsification of Certifications & Alteration of Markings on Pipings,Valves & Fittings." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/11. Consolidated Edison Co. of New York, Inc. 107pp. 29480:233-29480:339.
8503070477 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to Hammering Effect." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/12. Consolidated Edison Co. of New York. Inc. 108pp. 29480:340-29481:084.
8503140033 IE Info Notice 85-021, "MSIV Closure Logic." Svc list encl. JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/18. Consolidated Edison Co. of New York, Inc. 102pp. 29495:120-29495:221.
R. Periodic operating reports & related correspondence
8503140403 "Semiannual Effluent Rept for Jul-Dec 1984." W/850228 Itr. HAYNES.J.G. Southern California Edison Co. 84/12/31. MARTIN.J.B. Region 5, Office of Director. 71pp. 29381:245-29381:315.
8503200149 Monthly operating repts for Jan 1985.Revised operating status sheets for Unit 2 for Aug 1983 - Dec 1984 encl.W/ 850215 Itr.
MAISEL,R.J., MAYWEATHER.LI., HAYNES.J.G. Southern California Edison Co 85/ 01/31. 29pp. 29458:001-29458:030.
8503120302 Forwards diesel generator annual failure rept for 1984,per Tech Spec Surveillance Requirement 4.8.1.1,3.Rept includes two failures from 1983 not previously reported.
HAYNES.J.G. Southern California Edison Co. 85/03/01. MARTIN.J.B. Region 5, Office of Director. 6pp. 29318:084-29318:089.
8503180256 Forwards monthly rept describing occurrences resulting in degradation of auxiliary feedwater sys.per License Condition 2.C.Rept covers 850116-021 S.Compo-nent involved.cause of outage & outage duration listed. MEDFORD.M.O. Southern California Edison Co. 85/03/14. KNIGHTON.G.W. Licensing Branch 3. 3pp. 29385:354-29385:356.
S. Reportable occurrences, LERs & related correspondence
8503050381 Followup rept re fire doors found inoperable during routine surveillance in Jan 1985,Deficiencies listed on ends. Corrective actions to upgrade latches & closure mechanisms continuing.
HAYNES.J.G. Southern California Edison Co. 85/02/15. MARTIN.J.B. Region 5, Office of Director. 5pp. 29207:075-29207:079.
8503050370 Followup to 850205 RO involving deficiencies w/fire-rated assemblies.Corrective actions:missing or damaged seals will be repaired or replaced & fire barrier removal procedures revised.
HAYNES.J.G. Southern California Edison Co. 85/02/19. MARTIN.J.B. Region 5, Office of Director. 2pp. 29212:060-29212:061.
8503110141 LER 85-001-00:on 850127.RCS water inventory balance indicated 2.97 gpm leakage rate.exceeding 1.0 gpm limitOn 850128,contamment purge isolation sys Train A actuated from airborne iodine resulting from leak.W/850226 Itr. HAYNES.J.G. Southern California Edison Co. 85/02/26. 7pp. 29306:252-29306:258.
8503130463 LER 85-004-00:on 850130,analysis of RCS sample indicated RCS specific activity   exceeded    1.0    uCi/g   dose   equivalent    1-131,Caused    by   personnel error.Appropriate disciplinary action taken.W/850227 Itr. HAYNES.J.G. Southern California Edison Co. 85/02/27. 5pp. 29365:287-29365:291.
8503120302 Forwards diesel generator annual failure rept for 1984,per Tech Spec Surveillance Requirement 4.8.1.1.3.Rept includes two failures from 1983 not previously reported.
HAYNES.J.G. Southern California Edison Co. 85/03/01. MARTIN.J.B. Region 5, Office of Director. 6pp. 29318:084-29318:089.
8503270439 Special Rept:on 841211,0616,0203.831123 & 0912,diesel generators 2G003.3G002 & 3G003,failed,respectively.Causes include failure of underexcitation trip relay & contact in starting relay failing to close.
HAYNES.J.G. Southern California Edison Co. 85/03/01. MARTIN.J.B. Region 5, Office of Director. 6pp. 29523:152-29523:158.
8503150486 LER 85-005-00:on 850131 & 0201 .Train B containment purge isolation sys spuriously actuated as result of instrument intermittent failure on containment area radiation monitor. Caused by failure of keylock function switch.W/850304 Itr. HAYNES.J.G. Southern California Edison Co. 85/03/04. 2pp. 29391:361-29391:362.
8503220312    LER    85-002-00:on    850220,five    snubbers    on    HPSI    sys   found inoperable.Caused by hydraulic transient & environ degradation.Deficient snubbers replaced & engineering evaluation performed.W/850308 Ttr. HAYNES.J.G. Southern California Edison Co. 85/03/08. 3pp. 29485:351-29485:353.
8503180316 Part 21 rept re potential defect in component of DSR or DSRV standby diesel generator. Potential problem may exist w/check valve.supplied by Williams Gauge Co,in on-engine mounted starting air piping,causing engine nonavailability. BOYER.R.E. Transamerica Delaval. Inc. 85/03/12. Director's Office, Office of Inspection and Enforcement. 5pp. 29386:252-29386:256.
8503190530 PNO-V-85-015:on 850312,hotleg resistance temp detector behaved erratically.Caused by thermowell leakage.Licensee will drain down RCS & commence repair.
JOHNSON.P.H., CHAFFEE.A.E. Region 5, Office of Director. 85/03/13. 1p. 29408:351-29408:351.
8503200411 PNO-V-85-016:on 85031 S.inadvertent safety injection occurred.Caused by failure to bypass safety injection signal prior to reducing plant pressure to 325 psig.HPSI pumps secured & safety injection tanks isolation valves shut. NARBUT.P.P., JOHNSON.P.H. Region 5, Office of Director. 85/03/14. 1p. 29427:361-29427:361.nt of ref to "500-ft below clouds." Witnesses had no authority to define plume as cloud.Testimony applied to clouds cannot be used for plume as plume relates to FAA distance from cloud rules ROMANO.F.R. Air and Water Pollution Patrol. 85/03/06. KOHL C EDLES.G.J., GOTCHY.R.L. Atomic Safety and Licensing Appeal Panel. 1p, 29492:172-29492:172.
